GRAND RIVER PROJECT — PENSACOLA DAM 
NEAR VINITA, OKLAHOMA 
Longest multiple arch dam in the world. 
5680 ft. Hydro-electric power plant capacity 
200,000,000 kilowatt hours. Lake area 46,295 
acres. Length of shore line 1000 miles. Ex¬ 
cellent fishing and boating. 
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